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Time 1, table 2 
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3 from bottom 





3 from bottom 
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| Equation (1) 
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if 15, 16, 19, 20, and 21 of table 
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| 19 

| | 23 and 25 
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19 
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5 | 6 from bottom 
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10 from bottom 
Table 2 line 2 
Footnote 1 
1 of last paragraph 
Figure 1 
12 
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7 from bottom 
Equation (12) 
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Reference 23 
Table 1, last column 
17 and 18 


3 from bottom 
Figure 1 


13, col. 5 
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Equation (37) 
Equation 44 
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13 

24 
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Rg 
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Table 2, col. 2 eq. ( 
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Table 5, col. 1 

| Table 5, col. 6, line 4 
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KW eh 

| 97.55 

| the reciprocals 


| 
| 
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The equation number should be — 


ee oe 
p-o p 
— [ué 
(e+ —o) $ 


(p), (p)3, ete. 


| equal to EF 


1M 

and Po and Qo 
be/termed 

To 

Figure 3 

lens, tools 

2X10-$ mg/cm. 
(NHa@20S8SBro 

(See footnote 12, p. 299 
Control of the tube 


—etr 
ae p 
—] [33 w #— 
(p—a) 4 


| 
| 
| 
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p—a), (p—a)?, ete. 


| equal to EF 

Xi, Yi 

in Po and Qe 

be termed 

ny 

Figure 2 

| lens tools 

| 210-5 mg/cm!. 

1 ( NHg 20sBro 

} (See footnote 13, p. 301) 
| Control of the tube current 


Meter A should be immediately next to the X-ray tube instead of 


where shown. 
(CaSO2%4H30) 


| CaSO4q-2H30 


Figure 10, and cut shown on p. 453 is cut for Figure 7. 


Table 7 
Bo-Bvi 
{(+6c 7% 
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Very faint. 
particularly 


Greenish color 


of where they are. 
1.015 70 


immersed in 90 to 100 times its 


weight 


| H-1 (gas) =HCl1 (aqueous) 


Pi Pi 


| H2—1° 
| 1.482? 


1.425x? 
portion 
view of two beams 
15 mm 


| N to N’ 
CaO- 


2B203 
0.5912 
0.2349 
NiSO; 


No publication ! has been noted, 


etc. 


at the danger of 
mechanical loss of material 
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omit per unit tube current 
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Ta—Fh° 
—1.482x? 
—1,425X? 
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N or N’ 
CaQO-Ba0s 
05912 
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Niso¢g 
7.00 


gas) 
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glass electrode was constructed by fusing soft glass on platinum wire to form a thin coating. 


Abstracts, vol. 21, p. 
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itil this 7 
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DP. 370, 1927; 


Wolf's simplified” 
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